Important Safety Information 


Prescribing Information 


CAPLYTA f 

(lumateperone) capsules menu 

42 mg 


ABOUT SCHIZOPHRENIA 

Schizophrenia is a complicated mental illness that can transform the way we 
understand ourselves and the world around us. And it may feel like nothing 
will be the same again. 



But there are things that can help. A combination of medicine and other kinds of support can 
help control some symptoms. 


What causes schizophrenia? 


Although the physical cause of schizophrenia is unknown, it is believed that imbalances between 
chemicals in the brain is the cause. 
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